Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Cambridgeshire 
Bulk Carrier - 71,600 d.w.t. 
(ex Mersey Bridge) 


Winter 1977 


(15/03/1978) 


Captain Taylor J.R 
Chief Eng Officer Parker E.A 





Malpass N.H 2nd Eng Officer Bullen M.C 
Hopkinson R.W 3rd Eng Officer Findlay K.W 
Bousefield D 4th Eng Officer McCaw D.F 
Howard P.R Jnr Eng Officer Reid A.H 
Hamer E.P Jnr Eng Officer Kerbyson A.J 
Electrical Officer Kerrison T.C 
C.P.0 AichA.K 
Carpenter Tregidgo A.J 
Serang (Deck) Ghoshdastidar N 
Serang (Engine) Chakraborty S.B 
Cook AliA 
Autumn 1978 
(27/09/1978) 
Captain Grey E.H 
Chief Eng Officer Griggs M.R 
Morris D.J.M 2nd Eng Officer Moorhouse F 
Scrimgour P 3rd Eng Officer Austen S.J.S 
Browne D.G 4th Eng Officer Nesbitt D.A 
Wright P.W.J Jnr Eng Officer Shelton S 
Schofield A Jnr Eng Officer Rogers G 
Foley B.J Engineer Cadet Campbell J.C 
Hamer E.P Engineer Cadet Barker R.C 
Electrical Officer Stobbart D 
C.P.0 Dasgupta S 
P.O. Das K.N 
P.O. Dutta A.C 
Carpenter Tweedie J 
Cook Singh P.N 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Spring 1979 


(30/04/1979) 


Captain Taylor J.R 
Chief Eng Officer Fawcus F 


Morris D.J.M 2nd Eng Officer Turbitt D 
Christopherson P 3rd Eng Officer Pawson B.S 
Gray N 4th Eng Officer Nicholson | 
Thornton P.S Jnr Eng Officer Sillito G 
Gordon |.D Jnr Eng Officer Andrew C.S 
Waller R.A Electrical Officer McGarrigle K.J 
Costa N.D 
Heaslip G 
C.P.0 AichA.K 
P.O. Das S.S 
Carpenter Glynn K 
Autumn 1979 
(26/09/1979) 
Captain Gowsell K 
Chief Eng Officer Fawcus F 
Young K.N 2nd Eng Officer Turner W.G 
Corlett R.M 3rd Eng Officer Keenan K.M 
Burslem D.L 4th Eng Officer Jones R.C 
Wade C Jnr Eng Officer Whitten S.J 
Kennedy J.R Engineer Cadet Fisher D.P 


Electrical Officer Stobbart D 


C.P.0 AichA.K 
Cook Costa N.D 


Storekeeper 


Rahman M 


Spring 1980 


(26/03/1980) 


Captain Marsh D.G 
Chief Eng Officer Ford A.J.K 


Chief Officer Duffield D.R 2nd Eng Officer Ratcliffe R 
2nd Officer Brocklesby M.S 3rd Eng Officer Taylor R.B 
3rd Officer Hart M.H 4th Eng Officer Pascoe R.G 
Deck Cadet Hillier C Jnr Eng Officer English J.A 

Radio Officer Walker M.J Engineer Cadet Crelin M.V 

Purser Oates J.W Engineer Cadet Pegler |.F 
Electrical Officer Boughton R 
C.P.O0 Paul M.N 
Carpenter Glynn K 
Cook Baker M 
Storekeeper RoufA 
Summer 1980 


(18/09/1980) 


Captain Gowsell K 
Chief Eng Officer Ford A.J.K 


Chief Officer Jenkinson D 


2nd Officer 
3rd Officer 


2nd Eng Officer 
3rd Eng Officer 
Jnr Eng Officer 


Christopherson P 
Greenall C.E 


Deck Cadet Harrison M.D Jnr Eng Officer 
Radio Officer Reidy A.C Jnr Eng Officer 
Purser Kays W.H Electrical Officer 


C.P.0 Paul M.N 
Cook Aslam M 


Escott C.M 
Garbutt W.W 
English J.A 
Critchley K.S 
Roberts P.D 
Talbut D 


Spring 1981 


(21/05/1981) 


Captain Gowsell K 
Chief Eng Officer Milligan T.W 


Chief Officer Brough R.W.A Electrical Officer Bovill J.M 


C.P.0 Mukherjee B.N 
Cook Elias M 





Autumn 1981 


(21/10/1981) 
Captain Boyle P 
Chief Eng Officer Milligan T.W 


Chief Officer Brough R.W.A 2nd Eng Officer Jones F.J 
Electrical Officer Parkin N.J 


Carpenter Tweedie J 
Cook Elias M 





Chief Officer Brocklesby M.S 
2nd Officer Penry G 
3rd Officer Wright P.W.J 
Radio Officer Breivik P.R 
Purser Heaslip G 


Storek 


Spring 1982 


(06/04/1982) 


Captain Boyle P 
Chief Eng Officer Fawcus F 
2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Electrical Officer 
C.P.0 AichA.K 
Cook LaduS 
eeper Rahman M 


Moorhouse F 
Hughes J.H 
Kerbyson A.J 
Critchley K.S 
Talbut D 





Autumn 1982 


(27/09/1982) 


Captain Arthur K 
Chief Eng Officer Milligan T.W 


Chief Officer Hughes J.R 2nd Eng Officer Eccles W.G.A 
2nd Officer Head G.R 3rd Eng Officer Jensen M 
3rd Officer Feast A 4th Eng Officer McCormack J 
Deck Cadet Pailing A Jnr Eng Officer Adams T.B 
Deck Cadet Hobson S.M Engineer Cadet Baillie A.R.B 
Radio Officer Palethorpe J.G Engineer Cadet Thomas B.D 
‘rainee Radio Officer Nash M.S Electrical Officer Campbell A.G 
C.P.O0 AichA.K 
Cook LaduS 


Storekeeper 


Rahman M 





